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Health Services Department 

TENDER NOTICES 

( 1 ) 

No. Sl/2058/2012. 18th August 2012. 

Sealed tenders in the prescribed proforma are invited 
for the supply of Diagnostic Audiometer—2 Nos. for ENT 
Department of Medical College Hospital, Kozhikode-8. 

Superscription Tender Number should be specifically 
noted as No. Sl/2058/2012. 

EMD—1%. 

Price of tender + ST (Cash only/Money Order)— 
' 681. 

Date and time of close of sale of tender forms— 
4-10-2012, 3 p. m. 

Date and time of receipt of tender—^5-10-2012, 5 p. m. 
Date and time of opening of tender—6-10-2012, 12 Noon. 
Date upto which rates are to be firm—31-12-2012. 


Adress of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent— 
The Superintendent, Medical College Hospital, Calicut. 

(Bca)OS>1ec8S)os fflmojulcSfflcnS CcSjoegK c3re)C®jcij(.85)1ca)l6)ej 
®.r4)a3.s1. njDl(jjo(3§j6)2ia^1(sejc8ffl ujDcsxeuDoar^lcab aocuilcscffio 
alg^ 2 tigtsmo ojlcmosmo fflujigjcmcmlrn cnlcfaJIsj) csciDooraraflraS 

crulK58s)iiJCQ)(m Qssnsojcftc/S cftfldsm1ii.^]Ocfti033]nD]. 

s)S6n§ojtft)C/3 (3racs3)cffic9ffljaT) tejruoIcnjmjtBjglraS cn(nj(3 

ti^cru 1/2058/2012 ti^cTn (u^cOOTimocan 
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— 1 %. 

B^riejocTu (BfiDooraimlacig oilej (cnl<ft.j®)1(msc06)o)—' 68i. 
(3(3<^0(tu cboHooo culRsScSffljanD ratacucruocn tmlcoxmlcmjo 

(Tufflcsxajjo —4-10-2012, 3 m6m1. 

(3(3<^oaru cSilegerB ratacucruoaD (mlcrsoilcffijo cruacffiaijo— 

5-10-2012, 5 aeml 

3(3<^oaru raijocesi^cm oitocrolosjo crufflcmajjo— 6 - 10 - 2012 , 
g^cmcM 12 fflsml, 

(ulej cnlfflcOS)' (.njoeruej^iirainilejlffllecofflsne (mlofflsnl— 
31-12-2012. 

B^riejocTu csoDooo cejlg^cmcmlcnjo 
(3i3CQ)CQ)e<flS)sn§«5)j(2iO(m rulejocruo—crujLnJsre, aaoDlcSSiroS 
ecft>0(sgK (3ta)aajnJt,ro)1, ffitaosnecOfflos. 

( 2 ) 

No. S1/10559/2012. 22nd August 2012. 

Sealed tenders in the prescribed pro forma are invited 
for the supply of Video Laryngoscope Set—1 No. for 
Department of Anasthesiology to Medical College 
Hospital, Kozhikode. 

PAC—' 5,50,000. 

EMD—1%. 

Superscription Tender Number should be specifically 
noted as No. Sl-10559/12. 

Price of tender +ST (Cash only/Money Order)— 
' 1,249. 

Date and time of close of sale of tender forms— 
1-10-2012, 3 p. m. 

Date and time of receipt of tender—3-10-2012, 5 p. m. 

Date and time of opening of tender—4-10-2012, 12 Noon. 

Date upto which rates are to be firm—31-12-2012. 

Adress of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent— 
Superintendent, Medical College Hospital, Calicut. 

OcSjOiplecefflos sifflODlteoroS ecft>ocgs (3ta)c;a2nj(.(!J)1<i»1s)ej 
raracD cruecmnn^^o ajo1ijjo(5§js)fflri^1 cseicse)' (ulojol eaao 
ejoffllesimjocTucstSfflOry—asiosmo (ulsnfflsmo ffliij( 3 >jcm®) 1 cn 
cnloajlRS) eoD 0 o(tiTSil rs 3 cruTK58 6)iij(r» rai 0ssnsojtft)a3 

cftfldsml^jsicfljOggjanj. 

ratdSffiiGSS raijtft)-5,50,000. 

mlfflraiLBdJio—fflojoacmmocno. 

eissreojcOjoS ratdcmtm teojcm cOjOJoIcnjffljcOjglraS cdctu^ 
n0CTUi/io559/2oi2 ti^crh (U_!)ceOT)fflo<i»1 cOiOsml^lffllcSSiemo. 

B^'^ocru cstiDooratmlsKi^ aflei cnltOjjRsilasscOfflo—' 1 , 249 . 

3(3<^0(tu cboOooo (ultsScOffljcm ratdcucruocn cnlcffiOTilcsjjo 
crufflcrsajjo— 1 - 10 - 2012 , 3 asml. 

3(3<^oaru cSdegerB ratacucruoaD (mlcsDoflcffijo cruacffiaijo— 
3 - 10 - 2012 , 5 aeml 

3(3<^oaru raijocesi^cm oitocrolosjo crufflcmajjo— 4 - 10 - 2012 , 
12 msmi. 


Lrooenjei^jiRstmlejlffllCcOfflerB — 31 - 12 - 2012 . 

CBoOooo cfljIgjaDcmlcnjo 

rataascacscOffleretmjmocQ) culeiocruo—crujLnJsns, fflaanlcesiraS 
cscOiOcsgs c3ia)aajnJt.®il, GcSjOwIcbcOsios. 

Medical College, (Sd.) 

Calicut. Superintendent. 



